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Message Text 

UNCLASSIFIED 

PAGE 01 NEW DE 13753 291 136Z 
ACTION ERDA-07 

INFO OCT-01 NEA-10 ISO-OO OES-07 /025 W 

085031 292228Z/72 

R291052Z SEP 77 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 6390 

UNCLAS NEW DELHI 13753 

PASS ERDA FOR VAN DERRYN 

E.O. 11652: N/A 

TAGS: ENRG OTRA IN 

SUBJECT: VISIT OF DR. V.G. BHIDE TO US 

DR. V.G. BHIDE, DEPUTY DIRECTOR. NATIONAL PHYSICAL 
LABORATORY AND GOI SOLAR ENERGY EXPERT. WILL BE VISITING USA 
AS A LEADER OF THE GOI DELEGATION ON POLYMERS. HE WOULD CONTACT 
DR. VAN DERRYN TO DISCUSS SOLAR ENERGY RESEARCH. HIS MAIN INTEREST 
IS IN THE CENTRAL POWER STATION CONCEPT. 

HE CAN BE CONTACTED CARE OF DR. 

ANANDAKRISHNAN, INDIAN SCIENCE COUNSELOR IN WASHINGTON. GOHF.F.N 


UNCLASSIFIED 
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